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OS/QPP irking Group (U) 


(AIUO) The Working Group met on 26 October. Items discussed 
were destruction of surplus disk platters, and forming of 
an auditing and access control sub-group to define security 
requirements policy and audit procedures. Also discussed 
were the risk analysis study that OS is undertaking on the 
Ruffing and Special Centers, guidelines for computer output 
distribution point security, and on-going efforts ir^implemant- 
ing software packages to enhance system security. HHH 

R equests for Briefing Tour of Computer Cente r (U) 


(C) QDP has been requested by DDO to arrange a briefing and 
tour of the Ruffing Comp uter Center on 1 November for haior 

an official 

OOP is complying with the requesi 
Support to Office of Personnel (U) 



(tj) PE RS IGN -MAI NT - Integrated Personnel Information system. 
We are ready to produce the 5x8 cards for the pay raise notice 
to employees next week. The salary table for the wage schedule 
pay raise was receive^2^0ctobe^^^77. Coding of the salary 
tables is underway. 

Heavy Budget Processing Expected (U) 


(AIUO) Inputting of data for the FY-79 Congressional budget 
is scheduled during the period 7 November through 19 December. 
We expect this high volume of activity on the GIH Pro duction 
System to cause some degradation of system response. 

MAD Minicomputer Hardware Problems (U) 


(AIUO) The DEC PDP minicomputers that collect cable message 
traffic for Machine Assisted Dissemination (MAD) have experi- 
enced several tape drive problems in the last week. This 
required messages to be retransmitted from Office of Communica- 
tions. The cause of the problems is being investigated and 
remedial action started at once. The maintenance vendor has 
been told to improve his service because it has degraded over 
the last two months following a change in vendor personnel . 
Replacing some of the equipment is be ing studied to see if it 
would result in improved reliability. 
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